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GUIDED MISSILE AND ASTRONAUTICS INTELLIGENCE COMMITTEE 


30 March 1961 


MEMORANDUM FOR: Secretary, United States Intelligence Board 

Chairman, Critical Collection Problems Committee 
Chairman, Committee on Overhead Reconnaissance 
Chairman, Space Surveillance Intelligence Support 
Committee 

Chairman, Interagency Priorities Committee 


SUBJECT 


Collection Guidance Working Group (CGWG) 


25X1 


1 . Attached you will find Terms of Reference for the newly 
constituted Collection Guidance Working Group. This Working Group 
has been established on a continuing basis due to the increasing 
necessity for coordinated collection guidance in recent months. 


2. The objectives and responsibilities of the GMAIC/CGWG are 
set forth in the Terms of Reference. You are invited to seek assistance 
from the Working Group on any problem falling within their scope. 


3. The Chairman of the CGWG is 
Room 2A270, the Pentagon, extension 


719557 
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Attachment: 

Terms of Reference 


Chairman 
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